To:  Dhieux,  Joyel[Dhieux.Joyel@epa.gov] 

From:  Marc  Miller 

Sent:  Thur  8/13/2015  2:10:39  PM 

Subject:  Re:  Discharge  approval 

Thanks 

Sent  from  iPhone 


> On  Aug  13,  2015,  at  8:07  AM,  Dhieux,  Joyel  <Dhieux.Joyel@epa.gov>  wrote: 

> 

> Yes. 

> 

> Joyel  R.  Dhieux 

> Federal  On-Scene  Coordinator 

> U.S.  Environmental  Protection  Agency 

> Ph:  303-312-6647 

> Cell:  720-441-9961 

> 

» On  Aug  13,  2015,  at  8:00  AM,  Marc  Miller  <mbmiller@usbr.gov>  wrote: 

» 

» Thanks.  Just  to  confirm  that  this  is  for  the  Durango  Pumping  plant 
» intake  structure,  correct? 

» 

» Sent  from  iPhone 

» 

» 

» 

»>  On  Aug  13,  2015,  at  7:47  AM,  Dhieux,  Joyel  <Dhieux.Joyel@epa.gov>  wrote: 

»> 

»>  Hi  Marc, 

»> 

»>  It  was  nice  meeting  you  this  morning.  As  I mentioned,  I can  authorize  the  discharge  from  the  intake 
to  the  Animas  River  under  my  EPA  Federal  On-Scene  Coordinator  authorities  in  40  CFR  Part  122.3.  With 
my  authority,  the  BOR  would  not  need  to  seek  a permit.  Please  let  me  know  if  you  have  any  questions  or 
concerns. 

»> 

»>  Joyel 
»> 

»>  Joyel  R.  Dhieux 

»>  Federal  On-Scene  Coordinator 

»>  U.S.  Environmental  Protection  Agency 

»>  Ph:  303-312-6647 

»>  Cell:  720-441-9961 
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